








Site Location Plan 


1:1250 


a 
q 


ws 


Existing Pond 











Existing Bottling Plart 
498.165 F.F.L 























4 





Proposed St 





rage Building 




















Existing Access 
Rodt 








Existing Pond 








az 


Existing Access 
from Highway 


i 


68r v 


C 23.07.20 Proposed Boiler Room added. 


YON 


B 26.03.20 Scale changed from 1:500 to 1:1250; PD 


land in client ownership edged blue. 


A 25.03.20 Drawing status indicated as 'Planning’ PD 


=~ K & M Engineering (Shropshire) Limited 





ISHED 1944 w: www.kandmengineering.co.uk 


æ Design & Build Specialists # 


K &M Engineering (Shropshire) Limited, Sarn Works, Halfway House, Shrewsbury, Shropshire, SY5 9DA 


PD IT 


IT 


IT 








REV 


DATE _|DESCRIPTION [DR 











CH 








A 





Jarntone: 


ABERYSTWYTH 


30 Heol Y Wig, Aberystwyth, Ceredigion, SY23 2LN. 
T: 01970 624 688 www.darntonb3.com 








CLIENT 


K&M Engineering (Shropshire) Limited 





PROJECT 
Phase 1 - Storage Bulding Extension 
Montgomeryshire Natural Spring Water Co. 





TITLE 


Site Location Plan 

















CREATION DATE | SCALE @ A1 DRN CHK STATUS 
05.12.19 1:1250 PD IT S- 
SHEET NO. REVISION 


13970 -DB3-B01- 00 -DR -A-90 001 c 


PROJECT NO|ORIGINATOR|ZONE|LEVEL|TYPE|ROLE|NUMBER 





© COPYRIGHT: ALL RIGHTS RESERVED. 

THIS DRAWING MUST BE FEAD IN CONJUNCTION VITH ALL OTHER RELEVANT DRAWINGS AND 
INFORMATION. 

ANY DISCREPANCIES MUST BE REPORTED TO DARNTONBS IMMEDIATELY. 

THE DRAWINGOR INFORMATION MUST NOT BE USEDFOR CONSTRUCTION UNLESS EXPRESSLY ISSUED 
FOR CONSTRUCTION. 

DO NOT SCALE FROM THIS DRAWING. WORK ONLYTO THE PRINTED DIMENSIONS. 














